1-25-79
1-25-79
1-30-79
1-31-79
2-01-79
2-20-79
2-26-79

evening

day

midnight

evening

evening

evening

day

1,5
1.8
2,3
2.A
.8
1.2
4.3

After receiving these results, and the citation, Aman again discussed the dust
problem with the foremen and explained the required methods of reducing dust
levels.  Aman received no comments or suggestions from Complainant.

13.  After the first or second citation, Complainant spoke with Aman and
Bill Steel, the Day Shift Foreman and Complainant's immediate supervisor,
about the dust conditions in the section.  Complainant told them that he
could not reduce the dust levels because water pressure for the sprays was
too high and ventilation was inadequate.  Complainant contended that when the
water pressure was too great, the dust would be forced into the mine atmos-
phere Instead of falling to the mine floor.  Complainant had no tool :o mea-
sure the water pressure; however, he conducted a test with his miner operator
to show that, when the water hit the coal face with great force, the air and
dust were forced back into the operator's face and sometimes even as far back
as the shuttle car operator.  The test was conducted with'the miner operator
and miner helper, and in the presence of the shift foreman, Bill Steel. Com-
plainant's supervisors told him that he was exaggerating and that he could
get good dust samples with the water pressure that was being used.  Com-
plainant also told Aman that the belt haulage was ventilating into the face
rather than away from it.  Complainant recommended that air be vented into
the returns.

14.  On May 21,- 1979, the day shift crew, supervised by Johnny Woods,
mined the No. 1 Face in the First Left Section.  The crew also spot-bolted
between the No. 1 and No. 2 Faces.  The Mine Foreman, LaForce, and two federal
mine inspectors were present.  There was adequate ventilation. At about

3 p.m., before Complainant's shift, Woods told Complainant that the heading
was behind and that it needed to be cut through to release the air. The
No. 1 Face was about four cuts beyond the No. 2 Face in the working section.
The No. 1 Face ventilated into the return, but the No. 2 Face ventilated into
the old workings where the amount of air was very low. Complainant was told
that a federal inspector was expected and to cut No. 2 through to get
ventilation.

Complainant entered the mine, measured the rair with an anemometer, and
determined that no air current was reaching the No, 2 Face, He removed most
of his crew from the section, to tighten and set timbers to seal off the check
curtains all the way to the No. 2 Face. After about 3 hours, Complainant
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